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LAKE OF THE OZARKS IN MISSOURI 
The Lake of the Ozgrks is formed by a huge 
dam built across the Osage River near the 
town of Bagnell. The lake proper is 129 miles 
long, has a shore line of 1300 miles, and an 
area of 95 square miles. 

Every sport associated with water, moun¬ 
tain or woods is to be found. Resort facilities 
are excellent. 
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